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Chapter 1 by ERIN WILLCOX 


There was alittle girl and her name was Chelsea she was very very pretty. She had long blond 
hair and her eyes were so blue, she was skinny and she had a tan and everything you could 
imagine. But what people didn't know about her was that she was dead and the only reason | 
knew that was because she was my on little sister. 
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